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[Abstract:] Enquires if the Seyss Assorting Machine works... 167 


The Mint of the United States at San Francisco, Cal., 
Superintendent’s Office, 
January 28, 1882 


Col. A. Loudon Snowden 
Supt. Mint of the US. 
Philadelphia. 


Dear Sir: 


I have recently had placed in this Mint one of the Seyss Automatic Adjusting machines, 
under the supervision of Wm. A. Glock. The machine is said to be adapted to operating on 4 
Eagles as well as on Double Eagles and Dollars. Mr. G. has not thus far been able to secure 
satisfactory results on 4 Eagles. I desire to inquire of you if the machine you use is accurate in 
weighing small coins as well as the larger ones. 


I ordered one for small coins and one for large ones, but the machine sent is intended for 
both. Can you secure good and reliable work with your machine on Half Eagles? 


Please favor me with your experience and opinion in regard to the matter. Can you do 
satisfactory work on large and small coins with the same machine? 


Very respectfully, 
H.L. Dodge 
Superintendent. 


